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REF: STATE 032487 

FOLLOWING ON FROM REFTEL, THERE FOLLOWS THE U.S. PROPOSED AGENDA 
FOR THE ENERGY CONSERVATION IN BUILDINGS MEETING SCHEDULED FOR 
THE BOUWCENTRUM MARCH 26-27, 1974. 

TUESDAY, MARCH 26 


9:00 A.M. - 9:30 A.M. REGISTRATION AT BOUWCENTRUM 

9:30 A.M. - 10:00 A.M. OPEN MEETING (CHAIRED BY WILLIAM PORTER, 
STAFF MEMBER, FEDERAL ENERGY OFFICE, 

OFFICE OF ENERGY CONSERVATION) 

STATEMENT ON CCMS 

GENERAL STATEMENT ON ORGANIZATION OF 
PILOT STUDY (F.S.M. HODSOLL, SPECIAL 
ASSISTANT TO THE U.S. REPRESENTATIVE 
TO CCMS) 

10:00 A.M. - 1:00 P.M. PROJECT AREA 1 - ENERGY CONSERVATION IN 
NEW BUILDINGS. 

(A) RESEARCH OF THEORETICAL OR LABORA- 
TORY NATURE WITH RESPECT TO: 

(I) TECHNICAL PROBLEMS 

-PLANT VENTILATION 
-LIGHTING 
-THERMAL RESPONSE 
— HVAC SYSTEM CONTROL 
-NEW BUILDING MATERIALS OR SYSTEMS 
FOR BUILDING EXTERIOR ENVELOPES 

(II) LAND USE, BUILDING DESIGN, AND 
ENVIRONMENTAL CONSIDERATIONS 

-INSTITUTIONAL PROBLEMS 
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-FINANCING ARRANGEMENTS 
-REGULATIONS 

(B) DEVELOPMENT OF NEW CREITERIA FOR 
BUILDING PERFORMANCE STANDARDS AND LAND 
USE AND DESIGN STANDARDS RELATING TO 
ENERGY CONSERVATION. 
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(C) FULL-SCALE FIELD DEMONSTRATIONS OF 
MODIFIED OR NEW BUILDINGS DESIGNED FOR 
EVALUATION OF ENERGY CONSERVATION 
FEATURES. 

(I) IDENTIFICATION OF BUILDINGS TO BE 
USED IN DEMONSTRATIONS 

(II) DEVELOPMENT OF METHODOLOGY FOR 
TECHNICAL AND ECONOMIC EVALUATION 
OF BUILDING PERFORMANCE WITHIN THE 
CONTEXT OF ACROSS-THE-BOARD COST- 
BENEFIT-QUALITY ANALYSIS. 

(III) DEVELOPMENT OF CRITERIA FOR 
SELECTION OF FUTURE NATIONAL 
DEMONSTRATIONS. 

THE U.S. ENVISAGES THAT A WORKING GROUP 
OF THE PILOT STUDY WOULD BE ESTABLISHED 
ON NEW BUILDINGS. THIS WORKING GROUP 
SHOULD BE ASSISTED BY AN ADVISORY 
INDUSTRY PANEL, PARTICULARLY WITH 
RESPECT TO CRITERIA FOR FUTURE DEMONSTRA- 
TIONS AND ECONOMIC EVALUATIONS. IT 
WOULD BE THE PURPOSE OF THE WORKING 
GROUP TO DEVELOP A COMMON MEASUREMENT 
TECHNIQUE WITH RESPECT TO DEMONSTRATION 
BUILDINGS IN ORDER TO ASSURE PROVISION 
OF COMPARABLE DATA. 

1:00 P.M. -2:30 P.M. LUNCH 
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2:30 P.M. - 6:30 P.M. PROJECT AREA 2 - ENERGY CONSERVATION IN 
EXISTING BUILDINGS 

(A) IDENTIFICATION OF GOVERNMENTAL AND 
OTHER SHORT-TERM EMERGENCY PROGRAMS. 
DEMAND RESTRAINT MEASURES, INCENTIVES 
AND DISINCENTIVES FOR ENERGY CONSERVATION 
IN EXISTING BUILDINGS. 

(B) DEVELOPMENT AND TESTING OF BRIEF 
QUESTIONNAIRE ON ENERGY CONSERVATION 
PROGRAMS AND THEIR RESULTS. 

(C) DEVELOPMENT OF METHODOLOGY FOR 
PLANNING SHORT-TERM EMERGENCY PROGRAMS 
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AND PLANS. 

(D) DEVELOPMENT OF DEMONSTRATIONS OF 
RETROFIT MODIFICATIONS WHICH CAN BE 
ACHIEVED IN COMMERCIAL AND RESIDENTIAL 
BUILDINGS. 

THE U.S. ENVISAGES THAT A WORKING GROUP 
OF THE PILOT STUDY WOULD BE ESTABLISHED 
FOR EXISTING BUILDINGS. A SUGGESTED 
TIMETABLE MIGHT INCLUDE THE FOLLOWING 
INITIAL DEADLINES: 

-BY JULY 1, CIRCULATION OF 
EXISTING SHORT TERM ENERGY CONSERVA- 
TION MEASURES AND PLANS 

-BY OCTOBER 15, WORKING GROUP 
MEETING TO AGREE ON TEST QUESTION- 
NAIRE AND WORK PLAN FOR DEVELOPING 
METHODOLOGY FOR EMERGENCY PLANS. 

WEDNESDAY. MARCH 27 

9:00 A.M. - 1 :00 P.M. PROJECT AREA 3 - SPECIFIC TECHNOLOGIES 
(CHAIRED BY JACK SNELL, DIRECTOR OF 
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ENERGY PROGRAMS, U.S. NATIONAL BUREAU OF 
STANDARDS) 
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